
PRUNERS 



There is a Corona 
Pruner to meet 
virtually any 
need or cutting 
performance. The 
blades and hooks 
on each of our 
Bypass models 
are individually 
hand matched for 
precision - ensur- 
ing the closest 
and cleanest cuts 
with maximum 
cutting. 



The Corona products 
shown on this page 
may include any of 
the following 
features. See specific 
product information. 





CH 7720 

Cut N' Hold Professional 
Bypass Pruner 

• 3/4" Diameter cutting capacity 

• Forged Coronium™ steel alloy blade and hook 

• Replaceable Radial Arc™ blade 

• 45° angle cutting head reduces wrist fatigue 

• Precision-made, self-aligning pivot bolt 

• Large bearing surface 

• Unique Cut'n-hold feature 

• Slant-ground, narrow-profile hook with self-cleaning 
sap groove 

• Integral shock-absorbing bumper 

• Black anodized stainless steel spring 

• Low profile thumb lock 

• Wire-cutting notch 

• Economically designed, co-molded Corobond™ 
handles 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-077204 / Qty: 6 / Wt: 5.0 / Pack: 5X10X12.25 
Cube: 0.35 / A: 3/4" B: N/A C: 8 1/8" 



BP 6250 

Professional Bypass Pruner 

• 1 " diameter cutting capacity 

• Lightweight forgecTaluminum construction 

• Easy-to-replace nigh-carbon steel blade 

• Slant-ground, narrow-profile hook with self-cleaning 
sap groove 

• Close tolerance pivot bolt 

• Shock-absorbing bumper 

• Wire-cutting notch 

• Easy-to-operate thumb lock 

• Non-slip grips 

PRO 

UPC: 038313-008307 / Qty.: 6 / Wt.: 5.0 / Pack: 8X4.88X1 
Cube: 0.25 / A: 1" B: N/A C: 8 1/8" 





BP 6220 
Professional Bypass Pruner 

• 3/4" Diameter cutting capacity 

• Forged Coronium™ steel alloy blade and hook 

• Replaceable Radial Arc™ blade 

• 45° angle cutting head reduces wrist fatigue 

• Precision-made, self-aligning pivot bolt 

• Large bearing surface 

• Slant-ground, narrow-profile hook with self-cleaning 
sap groove 

• Integral shock-absorbing bumper 

• Black anodized stainless steel spring 

• Low profile thumb lock 

• Wire-cutting notch 

• Economically designed, co-molded Corobond™ 
handles 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-062200 / Qty.: 6 / Wt: 5.0 
Pack: 5X10X12.25 / Cube: 0.35 
A: 1/2" B: N/AC: 8" 



BP 6210 

Professional Bypass Pruner 

• 1/2" Diameter cutting capacity 

• Forged Coronium™ steel alloy blade and hook 

• Replaceable Radial Arc™ blade 

• 45° angle cutting head reduces wrist fatigue 

• Precision-made, self-aligning pivot bolt 

• Large bearing surface 

• Slant-ground, narrow-profile hook with self-cleaning 
sap groove 

• Integral shock-absorbing bumper 

• Black anodized stainless steel spring 

• Low profile thumb lock 

• Wire-cutting notch 

• Economically designed, co-molded Corobond™ 
handles 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-062101 / Qty.: 6 / Wt.: 5.0 

Pack: 5X10X12.25 /Cube: 0.35 / A: 1 " B: N/A C: 8-3/4" 




BP 6240 

Professional Bypass Pruner 

• 1 " diameter cutting capacity 

• Forged Coronium™ steel alloy blade and hook 

• Replaceable Radial Arc™ blade 

• 45° angle cutting head reduces wrist fatigue 

• Precision-made, self-aligning pivot bolt 

• Large bearing surface 

• Slant-ground, narrow-profile hook with self-cleaning 
sap groove 

• Integral shock-absorbing bumper 

• Black anodized stainless steel spring 

• Low profile thumb lock 

• Wire-cutting notch 

I • Economically designed, co-molded Corobond™ 
handles 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-062408 / Qty.: 6 / Wt.: 5.0 / Pack: 5X10X12.25 
Cube: 0.35 / A: 1" B: N/AC: 8-1/8" 




BP 6190 
Professional Bypass Pruner 

• 1 " diameter cutting capacity 

• Forged Coronium™ steel alloy construction 

• Replaceable Radial Arc™ blade 

• Angled axis head design 

• Precision-made, self-aligning pivot bolt 

• Slant-ground, narrow-profile nook with self-cleaning 
sap groove 

• Integral shock-absorbing bumper 

• Angle-mounted stainless steel volute spring 

• Low profile thumb lock 

• Wire-cutting notch 

• Non-slip textured grips 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-061906 Qty.: 6 / Wt: 5.0 / Pack: 8X4.88X11 
Cube: 0.25 / A: 1 " B: N/AC: 8-3/4" 



BELLOTA Company 
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BP 6170 
Professional Bypass Pruner 

• 3/4" Diameter cutting capacity 

• Forged Coronium™ steel alloy construction 

• Replaceable Radial Arc™ blade 

• Angled axis head design 

• Precision-made, self-aligning pivot bolt 

• Slant-ground, narrow-profile nook with self- 
cleaning sap groove 

• Integral shock-absorbing bumper 

• Angle-mounted stainless steel volute spring 

• Low profile thumb lock 

• Wire-cutting notch 

• Non-slip textured grips 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-061708 / Qty.: 6 / Wt.: 5.0 / Pack: 8X4.8! 
Cube: 0.25 / A: 3/4" B:N/A C: 8-1/4" 




BP 3180 
Bypass Pruner 

• 1 " diameter cutting capacity 

• Easy-to-replace, resTwpenable Radial Arc™ 
bypass blade 

• Fully heat-treated, forged Coronium™ steel 
alloy construction 

• Slant-ground, narrow-profile hook 

• Precision-made, self-aligning pivot bolt 

• Sap groove 

• Wire-cutting notch 

• Non-slip, cushioned grips 

• Made in USA 

FORGED IN USA / 

LIMITED LIFETIME WARRANTY 

UPC: 038313-000806 / Qty.: 6 / Wt.: 7.0 / Pack: 8X4.! 
Cube: 0.25 / A:1" B: NAC8-1/2" 



BP 3160 
Bypass Pruner 

• 3/4" Diameter cutting capacity 

• Resharpenable forged Radial Arc™ bypass 
blade 

• Fully heat-treated, forged Coronium™ steel 
alloy construction 

• Slant-ground, narrow-profile hook 

• Precision-made, self-aligning pivot bolt 

• Sap groove 

• Non-slip, cushioned grips 

• Designed for general- purpose pruning 

• Made in USA 

FORGED IN USA / 

LIMITED LIFETIME WARRANTY 

UPC: 038313-000608 / Qty.: 6 / Wt.: 5.0 / Pack: 8X4.! 
Cube: 0.25 / A:3/4" B:NA C8-1/8" 




BP 3140 
Bypass Pruner 

• 5/8" diameter cutting capacity 

• Bypass blade is high-carbon fully heat-treated 
steel with a Teflon™ coating for durability and 
easy cutting 

• Lightweight, well balanced, designed for 
extended use 

• Hook and body are hard chrome and fully heat- 
treated 

• Enclosed spring is protected from debris 

• Sap relief on hook keeps blade clean 

• Low profile lock is easy to operate with either 
hand and won't interfere with cutting in tight 
spaces easy 

• Textured ergonomic grips for non-slip 
comfortable feel 

LIMITED LIFETIME WARRANTY 

Upc: 038313-631406 / Qty: 6 / Wt: 4.5 / Pack: 8X4.88X11 
Cube: 0.25 / A:5/8" B:NA C8-5/8" 




BP 3130 
Bypass Pruner 

• 1/2" Diameter cutting capacity 

• Specially designed for smaller hands 

• Resharpenable forged Radial Arc™ bypass 
blade 

• Fully heat-treated, forged Coronium™ steel 
alloy construction 

• Slant-ground, narrow-profile hook 

• Precision-made, self-aligning pivot bolt 

• Sap groove 

• Non-slip, cushioned grips 

• Designed for general-purpose pruning 

• Made in USA 

FORGED IN USA / 

LIMITED LIFETIME WARRANTY 

UPC: 038313-000080 / Qty: 6 / Wt: 4.0 / Pack: 8X4.! 
Cube: 0.25 / A:1/2" B:NA C:7-1/4" 




BP 3120 
Bypass Pruner 

• 3/4" Diameter cutting capacity 

• High-carbon steel, fully heat-treated blade, 
hook, and handle 

• Ergonomic non-slip grip 

• Easy to operate unobtrusive lock 

• Large bearing surface for easier cuts 

• Lightweight, easy to use 

UPC: 038313-631208 / Qty: 6 / Wt.: 3.8 / Pack: 8X4 
Cube: 0.25 / A:3/4" B:NA C7-7/8" 
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Specialty 



PRUNERS 



Specialty Pruners 
from Corona 
include the 
following: 

1. Anvil Pruner 

Recommended 
for dry and 
woody growth. 
The blade uses 
chopping action 
instead of a 
slicing action. 

2. Two Handed 
Pruner 

Extra reach and 
leverage for 
easier trimming. 

3. Long Reach 
Pruner 

Ideal for pruning 
deep bushes, 
vines, and shrubs. 

4. Ratchet Pruner 

This power 
multiplying 
ratchet action 
allows easy 
cutting. 

5. Floral Shears 

An easy to 
handle tool for 
delicate pruning 
of houseplants. 

The Corona products 
shown on this page 
may include any of 
the following 
features. See specific 
product information. 





AP 3110 
Anvil Pruner 

• 3/4" Diameter cutting capacity 

• Easy-to-replace anvil and precision-ground blade 

• Resharpenable high-carbon steel blade 

• Pistol-grip handle design 

• Easy-to-set thumb lock 

• Vinyl-coated handles and concealed return spring 

• Close tolerance pivot bolt 

• Chrome plated 

• Specially designed for pruning dry and woody 
growth 

UPC: 038313-000899 / Qty.: 6 / Wt.: 6.0 / Pack: 8X4.88X11 
Cube: 0.25 / A:3/4" B:NA C8-1/8" 




BP 3220 

Two Handed Pruner 

• 3/4" Diameter cutting capacity with 14" overall length 

• Lightweight two-handed operation for easier cutting 

• Forged, resharpenable Radial Arc™ bypass blade 

• Drop-forged Coronium™ steel alloy construction 

• Shock-absorbing bumper 

• Cushioned non-slip grips 

• Made in USA 

FORGED IN USA 

LIMITED LIFETIME WARRANTY 

UPC: 038313-000974 / Qty.: 6 / Wt: 7.0 / Pack: 4.88X7.88X15.87 
Cube: 0.35 / A: 3/4" B: N/AC: 14-1/8" 




RP 3230 
Ratchet Pruner 

• 3/4" Diameter cutting capacity 

• Power multiplying ratchet action for easy cutting 

• Suitable for right and left hand use 

• Non stick coated blade for smooth cutting and easy 
cleaning 

• Stainless steel rivet construction for strength and 
durability 

• Squeeze and release step action lets the ratchet do 
the work 

• Specially designed molded grip fits all size hands 

• Easy to set squeeze to release safety lock 

UPC: 038313-032302 / Qty.: 6 / Wt.: 3.0 / Pack: 8X4.88X11 
Cube: 0.25 / A3/4" B:NA C8-3/8" 



FS 4350 

Thinning Shear 

• Forged Coronium™ steel alloy construction 

• Scissor cutting action 

• Suitable for right and left hand use 

• Resharpenable, straight, narrow blades for tight 
spaces 

• Cushioned non-slip grips 

• Made in USA 

FORGED IN USA 

LIMITED LIFETIME WARRANTY 

UPC: 038313-002176 / Qty: 6 / Wt.: 4.0 / 8X4.88X11 
Cube: 0.25 / A: NA B: NAC: 7-3/4" 



LR 3460 
Long Reach 
Cut N' Hold 
Bypass Pruner 

• Overall length of 46" 
allows reach to 
otherwise inaccessible 
areas 

• 1 " cutting capacity 

• High-carbon steel blade and hook are fully heat 
treated 

• Replaceable blade is Teflon™ coated for easier 
cutting 

• Adjustable foam grip provides balance and easy use 

• Cut n' hold feature holds stem until you release 

• Lightweight aluminum handle provides balance and 
easy use 

• Black anodized spring will not corrode 

• Low profile thumb lock is easy to use 

• Ergonomic co-molded handles for comfort 

UPC: 038313-634605 / Qty: 6 / Wt.: 7.5 / Pack: 5X5.625X48.5 
Cube: 0.79 / A: 1/2" B: N/AC: 46" 



FS 4310 

Houseplant Shear 

• Forged Coronium™ steel alloy construction 

• Compact designed for smaller hands 

• Suitable for right and left hand use 

• Scissor cutting action 

• Resharpenable, narrow blades for delicate plants 

• Made in USA 

FORGED IN USA 

LIMITED LIFETIME WARRANTY 

UPC: 038313-000066 / Qty: 6 / Wt.: 2.0 / Pack: 8X4.88X11 
Cube: 0.13 / A:NA B:NA C5-1/4" 
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